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A 


BILL 

TO 

Confirm a Provisional Order made by the Board of Trade a.d. i905. 
under the Electric Lighting Acts 1882 and 1888 relating 
to Ballaghaderreen. 

TTIHERE AS under the authority of the Electric Lighting Acts 45 & 46 Viet. 

» V 1882 and 1888 the Board of Trade have made the Provi- * 

51 & 52 Vict. 

sional Order set out in the schedule to this Act : c. i2. 

And frheveas a Provisional Order made by the Board of Trade 
5 under the authority of the said Acts is not of any validity or force 
whatever until the confirmation thereof by Act of Parliament : 

And whereas it is expedient that the Provisional Order made 
by the Board of Trade under the authority of the said Acts as 
set out in the schedule to this Act be confirmed by Act of 
10 Parliament: 

Be it therefore enacted by the King’s most Excellent Majesty 
by and with the advice and consent of the Lords Spiritual and 
Temporal and Commons in this present Parliament assembled 
and by the authority of the same as follows : — 

15 1. This Act may be cited as the Electric Lighting Order Short title. 

Confirmation (No. 2) Act 1906. 

2. The Order as set out in the schedule to this Act shall be Order iu 
and the same is hereby confirmed and all the provisions thereof in 
manner and form as they are set out in the said schedule shall 
20 from and after the passing of this Act have full validity and 
eifect. 


[Bill 161.] 
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SCHEDULE. 


A.U. 1905. 


Ballag- 

haderreen. 


Short title. 


iDCorporation 
of Electric 
Lighting 
t Clauses) Act 
i899. 

Undertakers. 


Area of supplj. 


Power to 
break up 
streets &c. 


Compulsory 

works. 


Maximum 


Commence- 
ment of Order. 


BALLAGHADEREEBN ELECTETC LIGHTING. 

Provisional Order granted by the Board of Trade under the 
Electric Lighting Acts 1882 and 1888 to the Bural District 
Coimcil of Castlerea in respect of the town of Ballaghaderreen 5 
and portions of the Townlands of Lung Friarshill Knock- 
anaconay Ballaghaderreen and Kilcolman in the County 
Boscommon. 

1. This Order may be cited as the Ballagliaderreen Electric ' Lighting 

Order 1905. 10 

2. The provisions contained in the schedule to the Electric Lighting 
(Clauses) Act 1899 (with the exception of section 8S of that schedule) 
are incorporated with and form part of this Order. 

3. The Undertakers for the purposes of this Order and within the 
meaning of section 2 of the schedule to the Electric Lighting (Clauses) X 5 
Act 1899 are the rural district council of Castlerea. 

4. The area of supply for the purposes of this Order and within the 
meaning of section 4 of the schedule to the Electric Lighting (Clauses) Act 
1899 shall be the area which iS described in the First Schedule to this 
Order and is more particularly delineated on the map deposited together with 20 
this Order at the Board of Trade by the Undertakers and signed by an - 
assistant secretary to the Board of Trade. 

5. Subject to the provisions incorporated with this Order the Undertakers 
are specially authorised by this Order to break up the streets not repairable 

by the local authority which are mentioned in the Second Schedule to this 25 
Order. 

6. The streets and parts of the streets throughout which the Undertakers 
are to lay down suitable and sufficient distributing mains for the purposes of 
general supply within a period of two years after the commencement of this 
Order as mentioned in section 21 of the schedule to the Electric Lighting 30 
(Clauses) Act 1899 are those mentioned in the Third Schedule to this Order. 

7. The maximum prices which may be charged by the Undertakers as 
mentioned in section 32 of the schedule to the Electric Lighting (Clauses) 

Act 1899 are those stated in the Fourth Schedule to this Order. 

8. This Order shall come into force upon the day when the Act 35 
confirming this Order is passed and that day for the purposes of the Electric 
Lighting (Clauses) Act 1899 shall be the commencement of this Order. 
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SCHEDULES. 


FIRST SCHEDULE. 


Area of Supply. 

The town o£ Ballaghaflerreen and so much of the Towiilands of Lung 
5 Fi'iavshill Knockanaconny Ballaghaderreen and Kilcolman in the Rural 
District of Castlerea in the County of Roscommon as is included within a 
boundary line commencing at centre of the River Lung New Drainage 
Cut three hundred and twenty feet southwards of centre of the new 
bridge carrying the Frenchpavk Road over it thence proceeding in a north- 
jQ westerly direction parallel to (and one hundred yards distant from) centre 
of said road for a length of one thousand eight hundred and ninety 
yards thence in direction due west for length of one thousand and 
ninety yards to meet the re-entrant angle of south boundary of Townland 
of Friarshill thence in a northerly direction (crossing the Convent Road 
P 5 at right angles) for a length of three hundred and forty-four yards thence 
in easterly direction parallel to (and one hundred yards distant from) 
centre of said road for a length of five hundred and eighty-seven yards 
thence in a north-westerly direction parallel to (and one hundred yards 
distant from) centre of the Charlestown Road for a length of two hundred 
20 und seventy'-four yards thence in a north-easterly direction (crossing said 
road at right angles) for a length of two hundred yards thence returning 
in south-easterly direction parallel to (and one hundred yards distant 
from) centre of said road for a length of two hundred and seventy yards 
to meet the rear boundary wall of Old Barracks thence in line of said 
25 wall in a north-easterly direction for a length of three hundred and seventy- 
four yards to the Ballyoughter Townland boundary thence following the 
line of said boundary eastwards to meet Kilcolman Townland boundary 
thence following the line of Kilcolman boundary in a south-easterly 
direction for a length of one hundred and fifty-seven yards thence in a 
30 north-easterly direction parallel to (and one hundred and thirty-tliree 
yards distant from) centre of the Edmondstown Road for a length of 
four hundred and ninety yards to centre of by-road thence in a southerly 
direction along centre of said by-road and crossing the Edmondstown Road 
along centre of Kilcolman by-road to a point one hundred and thirty-three 
35 yards from centre of the Edmondstown Road thence in a westerly direction 
parallel to (and one hundred and thirty-three yards distant from) centre 
of said road for a length of three hundred and sixty yards to meet the 
Ballaghaderreen Townland boundary at south end of the sewerage outfall 
tank thence following the line of said boundary in a southerly direction 
I A to meet Luut Townland boundary thence in a south-westerly direction for 
[161.] ■' 1 2 


A.D, 1905. 

Ballay- 

haderiren. 
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A.D. 1905. a leng'th of two hundred and fifty yards to a point one hundred yards 
Baiiag <^istant from centre of the Frenchpai’k Road thence in a south-easterly 

haderretn. direction parallel to (and one hundred yards distant from) centre of said 

road for a length of one thousand four hundred and ninety-four yards 
to meet fence thence in north-easterly direction for a length of one hundred 5 
and ten yards to centre of the River Lung thence along centre of said 
river for a length of three hundred and seven yards (up stream) thence 
in a southerly direction for a length of one hundred and sixty-seven yards 
to the centre of Frenchpark Road Bridge and ending at point three hundred 
and twenty feet southwards from bridge referred to ac commencement of the XQ 
foregoing description. 

Provided that in ease of difference between this description and the area 
delineated on the deposited map the latter is to prevail. 


SECOND SCHEDULE. 


List of Streets not repairable by the Local Authority which may be broken 25 
up by the Undertakers in pursuance of the special povjers granted by 
this Order. 

Main Street Tea Street Pound Street Barrack Street Market Square 
Chapel Lane Chapel Road Station Road Convent Road Back Lane Castlerea 
Road Aghalustia Road and Frenchpark Road. ,, 20 


THIRD SCHEDULE. 


List of Streets and parts of Streets tkroioghout which the Undertakers are to 
lay down suitable and suficient Distributing Mains for the 2)niposes 
of general supply within a penod of Two Years after the commencement 
of this Order. 25 

Main Street Tea Street Pound Street Barrack Street Market Square 
Chapel Lane Chapel Road Station Road Convent Road Back Lane Castlerea 
Road Aghalustia Road Frenchpark Road. 


FOURTH SCHEDULE. 


Maximum Prices. 

In this schedule — 

The expression “unit” shall mean the energy contained in a curreut 
of one thousand ampei'es flowing under an electro-motive force of 
one volt during one hour. 
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Section 1. A.U. 1905. 

Where the Undertakers charge any consumer by the actual amount of Baiiag- 
energy supplied to him tliey shall be entitled to charge him at the following haderreen. 
rates per quarter For any amount up to twenty units thirteen shillings 
5 and fourpenee and for each unit over twenty units eightpence. 

Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
contained in the supply given to him they shall be entitled to charge him 
according to the rates set forth in section 1 of this schedule the amount of 
10 energy supplied to him being taken to be the product of that electrical 
quantity and the declared pressure at the consumer’s terminals that is to say 
such a constant pressure at those terminals as may be declai-ed by the 
Undertakers under the Board of Trade regulations. 
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